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NATIONAL RECONNAISSANCE OFFICE 
14675 Lee Road 
Chantilly, VA 20151-1715 


Office of the Director Announcement 


Number 2017-22 27 dune 2017 


ORGANIZATIONAL ANNOUNCEMENT 
(U/APeteCT Effective immediately, Mr. Dave Allen is designated 
Acting Director, Communications Systems Directorate and Chief 


Information Officer. 


Betty J. Sapp 
Director 
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